GLOBAL VENDING 



TECHNICAL INFORMATION 



Machine 
Type 


KORO 


Model 


FB Plus 


T.I. Number: 5101201UKSD 
Date: October 2005 


Part numbers 


Approved 
By Italy 


Subject 


Fitting the water feed kit when installing the machine 


ISSUED FOR CUSTOMER 


ACTION 




INFORMATION 


X 



The FB Plus version of the Koro is primariiy a tanl< fed machine. 

The tanl< l<it is supplied separately and requires fitment to the side of the 

machine during initial installation. 




3. Prepare the tank mount assembly by removing the three screws 
and lifting the lid 
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4. Connect the base to the machine 




5. Screw fix the container mount to the left side of the machine 
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6. Re fit the two half's of the tank mount assembly using the three 
screws removed earlier 




7. Refit the screw covers 




IIP 



8. Place the grille plate assembly 
On its retaining plate 





9. Fit the water tank 



